Refresh with Miami Mint: Geek Bar 
Pulse 15000 Puffs Disposable Vape 


Experience the invigorating sensation of Miami Mint, a standout flavor in the Geek Bar Pulse 
15000 Puffs Disposable Vape. This unique blend captures the essence of cool mint, perfectly 
balanced to deliver a refreshing and satisfying vape every time. 


Long-lasting Enjoyment 


With up to 15000 puffs, the Miami Mint Geek Bar Pulse 15000 Puffs Disposable Vape 
ensures that your vaping experience lasts longer than ever. Its substantial capacity makes it a 
reliable companion for extended use, providing consistent flavor and smooth hits without the 
need for frequent replacements. 


Sleek and Convenient Design 


Designed for ease of use, the Geek Bar Pulse is a perfect choice for both beginners and 
seasoned vapers. Its sleek and portable design means you can enjoy your Miami Mint vape 
wherever you go, without the hassle of refilling or recharging. 


Why Choose Geek Bar Pulse? 


Geek Bar is renowned for its commitment to quality and innovation in the vaping industry. The 
Pulse 15000 Puffs Disposable Vape upholds this reputation, offering not only longevity but also 
an exceptional flavor profile that sets it apart. 


Elevate your vaping experience with the Miami Mint Geek Bar Pulse and enjoy the ultimate in 
convenience and flavor. 


